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Remote Services Documents 

>» Carrier Remote IPE Description, Installation, and Maintenance 
> Fibre Remote IPE Description, Installation, and Maintenance 

> Fiber Remote Multi-IPE Interface 


> Meridian 1 QCA144 1.5 Remote Peripheral Equipment Cabinet 
Maintenance and Equipment Replacement (Appendix A) 


> Meridian SL-1* QCA 144 1.5 MB/S Remote Peripheral Equipment 
Cabinet Description, Installation and Testing (Appendix 1) 


> Remote Peripheral Equipment Description, Installation and Testing 


Remote Peripheral Equipment Maintenance Procedures 
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